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Message Text 


PAGE 01 STATE 154374 

21 

ORIGIN DOTE-00 

INFO OCT-OI NEA-IO ISO-00 EB-07 TRSE-00 L-03 /02I R 

DRAFTED BY EHWA:RLSTANLEY:S 
APPROVED BY NEA/IRN:CWNAAS 
FHWA:WMCKENDRICK (DRAET) 

005971 

R 302226Z lUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY TEHRAN 

UNCLAS STATE 154374 

E.O. 11652: N/A 
TAGS: USIRJC.ETRN 

SUBJECT: PARTIAL SHIPMENT LABORATORY EQUIPMENT 
REEERENCE: TEHRAN 5989 

PASS TO DR. PAKDAMAN AND MR. EHTESHAMI 

1 . THE SECOND PARTIAL SHIPMENT OE THE LABORATORY EQUIPMENT 
IS NOW ENROUTE TO THE PORT FOR LOADING ON BOARD THE 
SILKON-DALIO OF THE IRAN EXPRESS LINES. AT THIS TIME THE 

SHIP IS SCHEDULED TO ARRIVE AT BANDAR-SHAHPUR ABOUT 
AUGUST 10. 

2. WE WILL MAIL TO YOU IN A FEW DAYS A LIST OF THE 
EQUIPMENT INCLUDED IN THIS SECOND SHIPMENT. 

3. THIS PARTIAL SHIPMENT INCLUDES 12 MODEL C-226-8 
CONSOLIDATION UNITS. IN HIS CABLE OF JUNE 24, KING 
INFORMED US YOU HAD REQUESTED 30-35 CONSOLIDATION UNITS BE 
SHIPPED BY AIR FREIGHT. SOILTEST HAS INFORMED US THEY WILL 
HAVE 30 ADDITIONAL UNITS READY ON JULY 1 1 AND WE ARE 
ARRANGING FOR THESE TO BE SHIPPED AIR FREIGHT COLLECT FROM 
CHICAGO TO TEHRAN. 

UNCLASSIFIED 

PAGE 02 STATE 154374 

4. AS PROVIDED IN OUR CONTRACT WE ARE WITHHOLDING 5 
PERCENT OE THE CONTRACT AMOUNT UNTIL VRT HAS INFORMED 
FHWA THE EQUIPMENT HAS ARRIVED. 
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5. PLEASE INFORM US PROMPTLY UPON THE ARRIVAL OF EACH 
SHIPMENT. INGERSOLL 

UNCLASSIFIED 

« END OF DOCUMENT » 
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